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STORAGE  FOR 
CLEANING  EQUIPMENT 


Well-organized  closets  for  your  cleaning  and 
ironing  supplies  and  equipment  save  time  and 
energy  in  the  daily  routine  of  caring  for  the 
home. 

A  closet  for  equipment  and  supplies  that  are 
used  in  all  parts  of  the  house  for  general  clean- 


ing should  be  centrally  located,  as  in  a  work- 
room or  off  a  hallway.  In  a  two-story  house, 
it  may  be  convenient,  if  space  permits,  to  store 
duplicates  of  certain  cleaning  supplies  and 
equipment  on  each  floor. 


SIZES  and  SHAPES 

...for  cleaning  supplies 


Use  the  table  below  as  a  guide  for  planning  a 
cleaning  closet  that  best  fits  into  your  floor  plan 
and  accommodates  the  supplies  and  equipment  you 
have  to  store. 
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MINIMUM  INSIDE  DIMENSIONS  FOR  CLEANING  CLOSETS 

Equipment  stored 

Width 
(inches) 

Death 
(inches) 

Basic  equipment 

Broom,  wet  and  dry  mops,  pails, 
small  equipment  and   supplies 

24 

12 

Basic  equipment  PLUS 

Upright  vacuum  and  attachments 
Canister  vacuum 
Tank  vacuum, 

stored  on  end 

stored  horizontally 

28 
32 

24 
28 

H 

Basic  equipment  PLUS 

Upright  vacuum,  attachments, 
ironing  board,  2  table  leaves, 
carpet  sweeper 

36 

16 

Basic  equipment  PLUS 

Step  stool,  3  table  leaves,  up- 
right vacuum  and  attachments 

48 

21 

Basic  equipment  PLUS 

Ironing  board,  step  stool,  3 
table  leaves,  upright  vacuum 
and  attachments 

55 

21 

for  ironing  equipment 


DEEP  AND  NARROW  CLOSET 

An  ironing  board  might  be  filed  either 
in  a  partitioned  section  of  a  large  clean- 
ing closet  or  in  a  closet  all  its  own  near 
where  it  will  be  used.  This  section  should 
be  at  least  8  inches  wide,  25  inches  deep, 
and  65  inches  high. 


SHALLOW  AND  WIDE  CLOSET 

A  closet  6  inches  deep,  25  inches  wide, 
and  80  inches  high  will  accommodate  an 
ironing  board  rolled  in  broadside.  A  metal 
ironing  board  can  be  anchored  with  two 
magnetic  catches  which  are  fastened  to 
the  back  wall  and  grip  the  upper  foot. 

A  shelf  65  inches  from  the  floor  provides 
storage  for  ironing  equipment. 
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ARRANGEMENT 


Store  each  article  so  it  can  be  seen  and  removed  without 
moving  another  item.  Keep  the  floor  free  for  cleaning  by 
hanging  as  many  things  as  possible  from  hooks  or  clamps 
on  one  or  more  walls  and  the  door.  Hooks  on  perforated 
hardboard  make  it  easy  to  rearrange  articles  as  needs 
change. 

A  vacuum  cleaner  is  easily  removed  if  stored  near  the 
latch  rather  than  the  hinge  side  of  the  closet  door.  Store 
an  upright  vacuum  with  handle  and  bag  toward  the  door. 
Attachments  fit  on  shelves  or  hooks,  or  in  pocketed  bags; 
the  cord  and  hose  might  hang  on  a  wall  or  the  door. 

Provide  space  for  a  covered  metal  box  or  can  for  oily  rags. 


CONSTRUCTION 


The  doorway  should  be  the  total  width  of  the 
closet.  Unlike  sliding  or  bifold  doors,  hinged 
doors  provide  additional  storage  space  for 
hanging  items,  shallow  shelves,  pockets,  and 
bins.  If  the  closet  is  more  than  24  inches 
wide,  use  more  than  one  door.  Openings  or 
louvers  at  the  top  and  bottom  of  the  door 
provide  good  ventilation. 

Avoid  door  sills  and  raised  floors  in  the  clean- 


ing closet  so  heavy  equipment  can  be  rolled  or 
pushed  into  place  without  lifting. 

The  doors  and  walls  of  your  cleaning  closet 
should  be  strong  enough  to  support  the  weight 
of  hanging  items.  Tempered  perforated  hard- 
board  y8  hich  thick  mounted  Vi  inch  from 
the  wall  will  hold  cleaning  equipment  hung 
from  hooks. 

Smooth,  washable  finishes  are  easy  to  clean. 
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